From: 

Rosas, Giovanni (DPH) 

Sent: 

Thursday, March 10, 2011 3:11 PM 

To: 

Hanchett, James (DPH) 

Subject: 

Travel Authorization 

Hi Jim 



Any word on Rebecca’s Travel Authorization ? I have both Peter’s and Mike’s TA ready. 


Thanks 

Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 


l 


Folk OIG PRR 008146 



